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COUNTRY -Itoania 


OATEDISTRn 23 OCT 50 



SOURCE 


lo During the first part of June 1950 the Timisoara City Hospital was evacuated 
to an unknown loeaticb ^ 

2 0 As of S July 1950 2 e n0 « 3 o 000 soldiers were quartered in the Timisoara 
City Hospital* Many high ranking officers enter this hospital 0 The 
troops quartered her . are mot oris ed Q 

3o In the vicinity of tia hospital there are an unspecified number of anti- 
aircraft positions*, 
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